STATUTES AT LARGE

nuity which would have been provided at age 65, or at age of retire-
ment, whichever is less, by twice the contributions which he would
have made during his entire period of prior service had the System
been in operation and had he contributed thereunder during such
entire period.
Disability Retirement
(3) Upon the application of a member in service or of his employer,
any member who has had ten or more years of creditable service may
be retired by the Retirement Board, not less than thirty (30) days
and not more than ninety (90) days next following the date of filing
such application, on a disability retirement allowance; provided that
the Medical Board, after a medical examination of such member, shall
certify that such member is mentally or physically incapacitated for
the further performance of duty, that such incapacity is likely to be
permanent, and that such member should be retired.
Disability Retirement Allowance
(4) Upon retirement for disability a member shall receive a service
retirement allowance if he has attained the age of sixty (60) years
or has thirty-five (35) or more years of creditable service; other-
wise he shall receive a disability retirement allowance which shall
consist of:
(a) An employee annuity which shall be the actuarial equivalent of
his accumulated contributions at the time of retirement; and
(b) An employer annuity equal to seventy-five (75) per centum
of the employer annuity that would have been payable upon service
retirement at the earliest date he would have been eligible therefor
had he continued in service to such date without further change in
compensation.
Re-Examination of Beneficiaries Retired on Account of Disability.
(5) Once each year during the first five (5) years following the
retirement of a member on a disability retirement allowance, and once
in every three (3) year period thereafter, the Retirement Board may,
and upon his application shall, require any disability beneficiary who
has not yet attained the age of sixty (60) years, to undergo a medical
examination, such examination to be made at the place of residence of
said beneficiary or other place mutually agreed upon, by a physician
or physicians designated by the Retirement Board. Should any dis-
ability beneficiary who has not yet attained the age of sixty (60)
years refuse to submit to at least one medical examination in any
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